What Is It? — POKO Label — Bulletin 344/4 


Alfred Wirth of the German Perfin Society has also confirmed that the 
label was used for testing and adjusting POKO machines. There are seven 
labels known - 10pf red, 30pf violet, 40pf lilac, 40pf red-orange, 
60pf brown, 80pf black-blue and 100pf yellow. 


